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MINISTRY OF LAW 

NOTIFICATION 
New Delhi, the 28th April 1953 

8.R.O. 786, — ^In pursuance of section 56 of the Representation of the People Act, 
1951 (XLIII of 19511, ihe Central Government hereby fixes the hours from 7 a.m. 
to 12 Noon and 1 p.m, to 6 p.m. as the hours during which the poll shall be taken 
In the Kurnool Parliamentary Constituency in the State of Madras on the date 
fixed In that behalf under Election Commission’s Notification No. 100/1/1/53(2), 
dated the I6th April, 1053 

[No. F.40-n/53-L.] 

K. Y. BHANDARKAR, Secy. 
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